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the face of God, and of all men." A tradition, supported by some contemporary stories, tells that Cromwell himself came by night to see the body of the dead King in the chamber at Whitehall, to which it had been borne from the scaffold. He lifted up the coffin lid, gazed for some time upon the face, and muttered " Cruel necessity." A royalist poet represents him as haunted on his death-bed by " the pale image " of the martyred monarch. Poetical justice required such retribution, but history knows nothing of Cromwell's repentance. He had been one of the last men of his party to believe the King's death a necessity, but having persuaded himself that it was a just and necessary act he saw no reason for remorse. It seemed to him that England had freed itself from a tyrant " in a way which Christians in after times will mention with honour, and all tyrants in the world look at with fear."
